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Nassif, Julianne (DPH) 

Monday, February 06, 2012 10:01 AM 
Chilian, Steve (DPH) 
witness statement -phillips 


Gloria Phillips is in today & she signed her witness statement. I will ask around to see if anyone is headed 
down to 250. 

Juliai/u/v^ Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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